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N  order  that  you  may  become  more  thoroughly 
acquainted  with  the  comprehensive  group  of  Stonhard 
Building  Maintenance  Materials,  we  present,  in  the 
following  pages,  methods  of  overcoming  practically 
every  floor,  roof,  wall  and  foundation  problem  with  practical 
and  efficient  Stonhard  materials  and  methods. 

Experience  in  this  field  has  enabled  the  Stonhard  Engineering 
Department  to  develop  each  of  these  materials  and  perfect  their 
application  to  such  a  degree  that  we  have  become  known  as 
the  foremost  “building  maintenance  specialists.” 

We  have  kept  our  position  as  leaders  in  the  field  by  constantly 
striving  for  newer  methods  and  better  ways  of  maintaining 
buildings. 


Copyright 
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Printed 
in  U.  S.  A. 
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□  Stonhard  Resurfacer 

f~l  Stonhard  Stontlte 

□  Stonhard  Concretite 

□  Stonhard  Plastic  Roof 
Resurfacer 

[]  Stonhard  Plastic  Roof 
Resurfacer  Primer 

f~l  Stonhard  Liquid  Roof 
Resurfacer 

□  Stonhard  Wallseal 

□  Stonhard  Bondite 

FI  Stonhard  Concrete  Sur¬ 
face  Treatment 

Q  Stonhard  Wood  Floor 
Preservative 

I~1  Stonhard  Stonhide 

□  Stonhard  Dustproofer 
and  Concrete  Filler 

I~1  Stonhard  Crackseal 

□  Stonhard  Rustproofer 

□  Stonhard  Steel  Protec¬ 
tion  Coat 

l~~|  Stonhard  Acidproof 
Coating 

Q  Stonhard  Black  Water¬ 
proofing 


STONHARD  COMPANY 

401  North  Broad  Street  Date... 

Philadelphia,  Pennsylvania 

Please  send  us,  ON  TRIAL,  one  drum  of  the  material  or  ma¬ 
terials  I  have  checked.  It  is  understood  that  I  will  make  a  test 
of  the  material  and  observe  the  results  for  thirty  days.  At  the 
end  of  that  time,  if  I  am  satisfied  with  the  results,  I  will  pass 
your  invoice  for  payment.  On  the  other  hand,  if  I  am  not 
satisfied  with  the  results,  I  have  the  privilege  of  returning  the 
unused  material  whereupon  you  will  cancel  the  full  amount  of 
your  invoice. 

Signature . Title . 


Firm  Name . 

Address . 

City  and  State 


STONHARD 
PLASTIC  ROOF 
RESURFACER 

PAGE  21 

STONHARD  LIQUID 
ROOF 

RESURFACER 


ami  your  floors  will  l»e  permanently 
smooth,  safe  and  efficient  .  .  .  . 


CRETE  SURFACE 
TREATMENT 

PAGES  16-17 

STONHARD 
WOOD  FLOOR 
PRESERVATIVE 

PAGE  IS 


STONHARD 

CRACKSEAL 

PAGE  21 


STONHARD 

RUSTPROOFER 

PAGE  22 

STONHARD STEEL 
PROTECTION 
COAT 
PAGE  22 

STONHARD 
ACID-PROOF 
COATING 
PAGE  23 


STONHARD 
BLACK  WATER¬ 
PROOFING 


STONHARD 

STONHIDE 

PAGE  19 


STONHARD  DUST¬ 
PROOFER  &  CON¬ 
CRETE  FILLER 


PAGE  23 


PAGE  2$ 
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S  T  O  TV  H  A  IK  II 

BUILDING  MAINTENANCE 
and  CONSTRUCTION  MATERIALS 


HERE  is  a  STONHARD 
building  maintenance  ma¬ 
terial  for  every  purpose — 
For  repairing  and  resur¬ 
facing  concrete,  wood,  and  other 
types  of  floors,  platforms,  trucking 
aisles,  ramps,  runways. 

For  hardening  and  dustproofing 
new  and  used  concrete  and  for  pre¬ 
serving  wood  floors. 

For  waterproofing  building  walls 
on  exterior  or  interior  surfaces. 

/ 

For  waterproofing  tunnels,  tanks, 
dams,  reservoirs,  spillways  and 
other  surfaces  against  water  pres¬ 
sure. 

For  caulking  window  and  door 
frames. 

For  pointing  mortar  joints  in 
brick,  stone,  etc. 


For  making  old,  leaky  roofs  as 
good  as  new. 

For  acid-proofing  and  water¬ 
proofing  floors  and  walls. 

For  beautifying  concrete  floors 
in  show  rooms,  power  stations  and 
offices. 

For  repairing  spalled  places  in 
exterior  or  interior  walls,  and  in 
any  other  solid  surfaces. 

For  painting  factory  interiors 
and  exteriors. 

For  rustproofing  all  types  of 
metal  surfaces. 

For  protecting  structural  steel, 
tanks  and  bridges  and  all  other  ex¬ 
posed  metal  surfaces  against  mois¬ 
ture  and  acid-forming  gases. 


OUR  ENGINEERS  ARE  EQUIPPED  TO  ASSIST  YOU 
IN  THE  SOLUTION  OF  THE  ABOVE  PROBLEMS 
AND  MANY  OTHERS — FEEL  FREE  TO  CALL  UPON 
OUR  ENGINEERING  DEPARTMENT 
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HELPFUL 

Engineering  Advice 


•  •  •  STONHARD  Engineering  Depart¬ 
ment  will  assist  you  in  the  solution  of  any 
Maintenance  Problem  .  .  . 

*  The  Engineering  Department  of  the 
Stonhard  Company  is  prepared  to  give  you  the  benefit  of  years  of 
technical  training  and  building  maintenance  experience.  We  have 
aided  thousands  of  maintenance  men  in  the  solution  of  problems 
relating  to  the  repairing,  resurfacing,  preservation  and  water¬ 
proofing  of  floors,  walls,  roofs,  foundations,  etc.,  and  we  offer  our 
assistance  in  the  solution  of  your  maintenance  problem  without 
obligation. 

•  •  •  The  STONHARD  GUARANTEE 

of  satisfaction  ...  or  no  charge  .  .  . 

•  Notwithstanding  the  fact  that 
STONHARD  materials  are  serving  thousands  of  industrial  plants, 
railroads,  institutions,  etc.,  in  a  highly  capable  and  satisfactory 
manner,  we  realize  that  many  maintenance  men  want  to  have  an 
opportunity  to  “try  it  out”  before  they  obligate  their  firm.  To  meet 
that  desire  we  have  adopted  a  very  liberal  TRIAL  OFFER. 

We  will  send  a  drum  of  any  STONHARD  product  to  any  respons¬ 
ible  company  or  institution  ON  TRIAL.  A  portion  of  the  material 
may  be  installed  in  order  to  determine  the  suitability  of  that  product 
for  the  particular  condition.  If,  at  the  end  of  30  days’  use  and 
observation  (or  longer  if  necessary),  the  product  does  not  meet 
your  conditions,  the  balance  of  the  material  may  be  returned,  where¬ 
upon  we  will  cancel  the  entire  invoice. 

This  offer  places  the  burden  of  proof  on  the  materials,  and  we 
know  we  are  safe  in  extending  it  because  of  the  thousands  of  success¬ 
ful  installations  that  have  been  made  with  Stonhard  materials  in  all 
parts  of  the  world. 

The  Stonhard  Company  stands  unqualifiedly  behind  all  its  prod¬ 
ucts  and  solicits  an  opportunity  to  be  of  service  to  you  on  this  basis. 


Holes,  Ruts  and  Breaks 
in  All  Types  of  Factory  and  Industrial  Floors 
Quickly  and  Economically  Repaired 
and  Resurfaced  with 

Stonhard  Reserfacer 


She 
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N  the  new  industrial  era 
which  you  are  facing,  all 
the  factors  of  production 
must  be  geared  to  serve  one 
ideal:  maximum  production  with 
minimum  expense.  The  plant  that 
does  not  heed  this  call  for  efficient 
operation  cannot  hope  to  compete. 
One  of  the  places  to  look  for  in¬ 
efficiency,  lost  motion,  waste  effort, 
is  on  your  floors  and  trucking 
aisles. 

LOOK  AT  YOUR  FLOORS 

If  the  floors  (platforms,  ramps, 
runways,  trucking  aisles)  in  your 


plant  are  not  smooth  and  free  from 
ruts  and  holes,  your  truckers  must 
either  go  around  the  rutted  and 
worn  places,  if  the  width  of  the 
aisle  will  permit  that,  or  they  must 
go  bouncing  over  the  rough  spots. 
Merchandise  frequently  spills  off 
the  truck,  causing  breakage  ex¬ 
pense,  possibly  injuring  the  trucker 
and  those  men  working  at  machines 
along  the  aisle,  and  causing  dam¬ 
age  to  the  trucking  equipment. 
Such  accidents  not  only  interrupt 
production  but  are  unnecessary  and 
can  he  avoided. 
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STONHARD  RESURFACER 


SMOOTH  TRUCKING 
DEPENDS  UPON 
SMOOTH  FLOORS  •  •  • 

Trucks  can  operate  quickly  and 
noiselessly  over  smooth,  level  floor 
surfaces,  providing  for  the  unham¬ 
pered  movement  of  materials 
through  your  plant.  Since  smooth 
floors  nearly  always  mean  smooth 
operation,  you  may  ask,  “How  can 
I  place  my  floors  in  first-class  con¬ 
dition?  How  can  I  most  efficiently 
and  most  economically  get  rid  of 
the  ruts  and  holes  in  my  floors?” 
or  if  your  floors  are  now  in  good 
shape  you  might  ask,  “How  can  I 
assure  myself  that  my  floors  will 
stay  smooth  and  that  they  won't 
break  up  into  those  time-  and 
money-wasting  ruts  and  holes?” 

To  the  latter  question  we  have 
given  you  the  answer  on  page  16 — 
Stonhard  Concrete  Surface  Treat¬ 
ment.  But  to  the  earlier  questions, 
the  answer  is  —  Stonhard  Resur- 
facer,  the  floor  patching  and  resur¬ 
facing  material  that  has  been  used 
for  years  by  thousands  of  industrial 
plants,  public  utilities,  railroads, 
public  buildings  and  municipalities 
all  over  the  world. 

WHY  STONHARD 
RESURFACER  IS  THE 
MOST  PRACTICAL 
FLOOR  RESURFACING 
MATERIAL  •  •  • 

The  reasons  for  the  widespread 
use  of  Stonhard  Resurf acer  are  nu¬ 
merous.  To  mention  some  of  them: 


Stonhard  Resurfacer  gives  the  sand 
and  cement  mortar  which  are  added 
to  it  the  resilience  necessary  to 
make  the  floor  stand  up  under 
jolts,  shocks,  heavy  trucking  and 
unusual  abuse.  Absorbing  the  blow 
and  cushioning  the  shock  solves  the 
floor  problem  and  prevents  the  de¬ 
struction  of  trucks,  floor  and  equip¬ 
ment.  To  illustrate:  cast  iron  and 
steel  are  both  hard,  but  cast  iron 
is  brittle;  steel  is  flexible  so  that  it 
will  only  bend  or  dent  under  the 
same  sharp  blow  that  would  shatter 
cast  iron. 

STONHARD  RESURFACER 
RESILIENCE  ABSORBS 
DAMAGING  TRUCK 
WHEEL  SHOCKS  •  •  • 

While  concrete  produces  a  firm 
floor  surface  suitable  for  heavy 
trucking,  it  will  chip,  crack  and 
break  out  under  heavy  loads  or 
sudden  shocks,  whereas  Stonhard 
Resurfacer  has  none  of  these  faults 
and  will  successfully  meet  the  most 
rigorous  requirements  on  factory 
floors,  trucking  aisles  and  platforms. 

NO  CHIPPING  OR 
CHOPPING  OF  OLD 
SURFACE  •  •  • 

Stonhard  Resurfacer  bonds  to 
the  old  floor  surface  to  a  feather 
edge,  enabling  you  to  level  up  the 
rough  spots  in  your  floor  without 
going  to  the  trouble  or  expense  of 
chipping  out  or  cutting  away  any 
portion  of  the  present  floor. 
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STONHARD  RESURFACER 


NO  EXPERT  LABOR 
OR  SPECIAL  EQUIPMENT 

Your  floors  can  be  repaired  by 
any  man  who  is  handy  with  a 
trowel,  because  Stonhard  Resur- 
facer  is  easy  to  install;  you  need 
not  heat  the  materials;  you  need 
not  hire  expert  labor  to  either 
patch  or  resurface  a  floor  when  you 
use  Stonhard  Resurfacer. 

FLOORS  REPAIRED 
SATURDAY  READY  FOR 
USE  MONDAY  •  •  • 

Thirty-six  hours  after  installation 
the  repaired  or  newly  laid  floor  is 
ready  to  use,  making  it  possible  for 
you  to  do  all  the  necessary  floor 
work  over  any  week-end  and  open 
the  floor  to  traffic  at  the  regular 
hour  Monday  morning. 


RESMIX  •  •  • 

If  it  is  necessary  to  have  the  floor 
set  up  in  less  time,  add  Stonhard 
Resmix  to  the  Resurfacer  in  place 
of  Portland  cement.  The  setting 
time  is  thereby  reduced  to  10  to  15 
hours,  enabling  you  to  repair  your 
floors  in  the  afternoon  or  evening 
and  have  them  ready  for  use  the 
following  morning. 

A  floor  resurfaced  with  Ston¬ 
hard  Resurfacer  eliminates  the 
noise  and  rumble  which  usually 
accompany  the  passage  of  trucks 
over  other  types  of  floors.  Ston¬ 
hard  Resurfacer  is  used  over  con¬ 
crete,  brick,  wood,  asphalt  or  com¬ 
position  floors,  imparting  in  each 
case  certain  definite  advantages  the 
other  type  of  floor  does  not  possess. 
A  Y2'  layer  of  Stonhard  Resur¬ 
facer  over  an  old  floor  adds  only 
about  5y2  pounds  per  square  foot; 
it  is  warmer  than  concrete,  fire- 
resistant,  waterproof,  dustless  and 
non-skid. 


Rutted ,  broken , 
irregularly  worn 
platforms  and 
floors  are  made 
smooth  and 
ready  for  use  in 
36  hours . 
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STONHARD  RESURFACER 


30  Million  Sq.  Ft. 
S  T  O  ,\  II  A  It  II 
It  E  S  I  It  FA  €  E  It 

in  Actual  Use  .  .  . 

Here  are  a  few  typical  users: 

Chicago,  Burlington  &  Quincy  R.  R.  Co. 
Loose-Wiles  Biscuit  Company 
Chesapeake  &  Ohio  Railway  Co. 

Delco  Products  Corporation 
Philadelphia  Electric  Company 
U.  S.  Playing  Card  Co. 

Beech-Nut  Packing  Co. 

Hupp  Motor  Car  Company 
Michigan  Central  Railroad  Co. 

Thomas  A.  Edison,  Inc. 

Boston  &  Maine  Railroad 
General  Electric  Company 
Studebaker  Corporation 
Bethlehem  Steel  Corporation 
National  Cash  Register  Company 
Champion  Spark  Plug  Co. 

Detroit  Free  Press 
Canadian  Pacific  Railway  Co. 
American  Car  &  Foundry  Co. 
Westinghouse  Electric  &  Mfg.  Co. 
American  Chicle  Company 
Edward  G.  Budd  Mfg.  Co. 

City  of  Detroit 

American  Tobacco  Company 

Chevrolet  Motor  Car  Co. 

Cleveland,  Cincinnati,  Chicago  &  St. 
Louis  Rwy.  Co. 

Atlantic  Coast  Line  R.  R.  Co. 

Swift  &  Company 

Atchison,  Topeka  &  Santa  Fe  Rwy.  Co. 
Bakelite  Corporation  of  Canada 
Baltimore  &  Ohio  R.  R.  Co. 
Continental  Steel  Corporation 
Pennsylvania  Railroad 
Owens  Illinois  Glass  Co. 

Hercules  Powder  Co. 

American  Sheet  and  Tin  Plate  Co. 


HERE  ARE 
THE  REASONS 
WHY  STONHARD 
RESURFACER  IS  SO 
WIDELY  USED: 

No  Expensive  Preparation 
No  Delay 

No  Air-Hammering 
No  Special  Tools 
No  Ripping  Up 
No  Chipping  or  Chopping 
No  Heating  of  Materials 
No  Expert  Labor 


STONHARD  RESURFACER 

IS  USED  BY  OVER  12,000  INDUSTRIAL 
PLANTS  AND  RAILROADS  THE  WORLD  OVER 


STONHARD  RESURFACER 


THIS  IS  WHAT  HAPPENS  WHEN 
MAKING  REPAIRS  TO  FLOORS  IN 
THE  OLD-FASHIONED  WAY - 

AVOID  NOISE,  DIRT  AND  DANGER 

WITH 

STONHARD  RESURFACER 
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STONHARD  STONTITE 


LEAKY  STRUCTURES 
MADE  WATER-TIGHT  WITH 


STONHARD 

STONTITE 


0  dependable  method  of 
sealing  leaks  in  walls  and 
masonry  or  correcting 
dampness  on  basement 
walls  had  been  found  until  Ston- 
hard  Stontite  was  developed  about 
four  years  ago. 

Stontite  is  safe  and  easy  to  use; 
it  causes  new  concrete  to  bond  to 
old  and  reaches  a  permanent  set  in 
a  few  minutes.  Stontite  makes  it 
possible  to  waterproof  a  wall  on 
the  free  or  open  side  without  re¬ 
moving  the  hydrostatic  pressure 
from  the  reverse  side. 

STOPS  LEAKS 
AGAINST  HYDROSTATIC 
PRESSURE  •  •  • 

At  first  maintenance  men  doubted 
the  almost  miraculous  results  that 
we  told  them  could  be  accomplished 
with  Stontite.  It  was  inconceivable 
that  this  compound  could  stop 
leaks  against  hydrostatic  pressure. 
But  now  this  product  is  used  and 
endorsed  by  such  representative 
firms  as  Westinghouse  Electric  and 
Manufacturing  Company,  Astoria 
Light,  Heat  and  Power  Company, 
Connecticut  Light  and  Power  Com¬ 
pany,  Viscose  Company,  City  of 
Louisville,  Lehigh  University. 


The  Silas  Mason  Company,  build¬ 
ers  of  the  Boston  Traffic  Tunnel, 
say,  “Our  experience  with  Stontite 
has  impressed  us  with  its  efficiency 
as  a  concrete  waterproofing  me¬ 
dium.” 

It  is  effectively  used  in  mainte¬ 
nance  work  on  subways,  reservoirs, 
sea  walls,  basement  walls,  elevator 
pits,  dam  breasts,  tunnels,  man¬ 
holes,  canal  locks,  tanks,  etc.,  and 
will  waterproof  concrete  structures 
of  all  kinds. 


STONHAIKD  STONTITE  .  .  . 

FOR  WATERPROOFING  AND  DAMP-PROOFING 
CONCRETE  STRUCTURES  OF  ALL  KINDS 
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STONHARD  CONCRETITE 


SMOOTH,  HARD,  ACID-RESISTANT 
FLOORS  PRODUCED  WITH 


ST ON  HARD 
CONCRETITE 


The  bonding  strength  of  new 
concrete  (in  which  Stonhard  Con- 
cretite  is  incorporated)  to  old  con¬ 
crete  after  48  hours  is  269  pounds 
compared  to  monolithic  concrete 
300  to  350  pounds.  Stonhard  Con¬ 
cretite  is  used  for  repairing  holes 
or  large  cracks  in  concrete  floors  as 
well  as  in  making  complete  new 
floor  installations,  especially  where 
a  flint-hard  floor  surface  is  desir¬ 
able  or  where  the  floor  is  subjected 
to  acid,  oil,  excessive  water,  or 
temperatures  over  115°  F.  Ston¬ 
hard  Concretite  creates  stronger 
machine  bases,  sets  them  quickly, 
producing  greater  anchorage. 


Floors  Re  paired  or 
Com  pletely  In- 
stalled  With 


STONHARD 

CONCRETITE 

can  be  used  in 
24  hours 


IGH  early  strength,  greater 
density  and  good  workabil¬ 
ity  in  laying  new  concrete 
floors  are  secured  with 
Stonhard  Concretite. 

Naturally  greater  density  means 
greater  resistance  to  water,  oil,  and 
acid,  and  produces  a  more  durable 
wearing  surface. 

Stonhard  Concretite  is  an  inte¬ 
gral  admixture,  the  purpose  of 
which  is  to  produce  a  quicker  and 
more  thorough  hydration  in  the 
setting  of  the  cement,  to  bond  new 
wearing  surfaces  to  worn  floors,  and 
hasten  the  evaporation  of  excess 
water  that  has  not  combined  with 
the  cement.  Ston¬ 
hard  Concretite  lu¬ 
bricates  the  mass, 
making  a  free-work¬ 
ing  mortar  with  re¬ 
duced  liquid  volume 
which  produces  a 
floor  possessing  ex¬ 
cellent  wearing  qual¬ 
ities. 


WHERE  SMOOTH,  HARD  AND  ACID-RESISTANT 

ARE  PRODUCED  WITH 
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STONHARD  CONCRETITE 


•*|FTER  comparing  the  com¬ 
pressive  strengths  of  un¬ 
treated  concrete  with  those 
‘••I  of  concrete  to  which  Ston- 
hard  Concretite  has  been  added, 
an  unbiased  testing  laboratory  re¬ 
ported: 


Compressive  Strength  in  Pounds 
per  Square  Inch 


Period  of 
Time 
24  hours 
48  hours 
7  days 


Plain 

Mortar 

1077  lbs. 
1766  lbs. 
3456  lbs. 


Concretite 
Mortar 
2206  lbs. 
3683  lbs. 
4896  lbs. 


Their  tests  also  proved  that  Ston- 
hard  Concretite  mortar  has  a  lower 
water  absorption  and  they  summar¬ 
ized  their  findings  as  follows :  “High 
early  strength  making  possible  the 
opening  of  concrete  work  for  use 
in  from  18  to  24  hours;  a  bonding 
strength  almost  equal  to  monolithic 
concrete;  lower  moisture  absorp¬ 
tion,  showing  a  concrete  of  greater 
density,  therefore,  more  water-  and 
dust-proof.” 


BUILD  QUALITY  INTO 
YOUR  CONCRETE  FLOORS 

If  a  concrete  floor  is  to  be  strong 
and  serviceable,  quality  must  be 
v  built  into  it.  In  Stonhard  Concre¬ 
tite,  the  advantages  of  high  early 
strength,  greater  workability  and 
greater  density  are  combined  so 
that  you  can  install  wear-resisting, 
acid-,  oil-,  and  water-resisting,  dur¬ 
able  and  permanently  harder  floors. 

HOW  TO  BUILD 
ACID-PROOF  FLOORS 

When  floors  subject  to  vinegar 
or  other  acids  are  resurfaced  or 


repaired,  the  procedure  is  to  coat 
the  old  floor  with  two  coats  of 
Stonhard  Acid-proof  Coating  (see 
page  23)  ;  then  place  a  two-inch 
layer  of  Stonhard  Concretite  mor¬ 
tar.  After  the  Concretite  has  cured 
for  seven  days,  apply  Stonhard 
Concrete  Surface  Treatment  (see 
page  16)  to  the  surface.  This  meth¬ 
od  provides  the  very  best  concrete 
floor  that  can  be  laid,  with  maxi¬ 
mum  resistance  to  wear,  oil,  acids 
and  other  active  disintegrators  of 
concrete. 

HOW  TO  CONSTRUCT 
ACID  TANKS 

The  floors  and  walls  of  acid 
tanks  should  be  constructed  in  the 
regular  way,  but  provision  should 
be  made  for  placing  a  reinforced 
concrete  lining  or  wearing  surface 
two  to  three  inches  in  thickness 
on  the  inside  of  the  tank. 

After  the  tank  or  outer  shell  has 
been  built  and  allowed  to  set  up, 
the  interior  should  be  coated  with 
Stonhard  Acid-proof  Coating,  im¬ 
bedding  in  this  coat  a  layer  of  bur¬ 
lap;  place  the  reinforcing  for  the 
lining,  and  then  place  the  lining 
consisting  of  two  or  three  inches  of 
Stonhard  Concretite  mortar. 

After  this  lining  has  set  for  seven 
days,  its  surface  should  be  treated 
with  Stonhard  Concrete  Surface 
Treatment.  This  will  give  you  a 
perfect  waterproof  tank,  the  outer 
shell  or  structural  walls  of  which 
will  not  at  any  time  be  attacked  by 
the  acids,  and  the  inner  wall  or 
lining  of  which  can,  at  any  time, 
he  removed,  replaced  or  repaired 
effectively  and  economically. 
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STONHARD  WALLSEAL 


REPAIR  BREAKS  IN  WALLS 
AND  CEILINGS  WITH 


STONHARD 

WALLSEAL 


ERE  is  a  product  that  can 
be  used  in  thousands  of 
different  ways  around  your 
plant,  because  it  bonds 
permanently  to  any  solid  surface 
(except  glass),  without  shrinking, 
and  sets  hard  within  a  half  hour 
so  that  no  forms  are  necessary. 

One  of  its  largest  uses  is  for 
patching  and  building  up  broken 


THE  NEW 
ECONOMICAL 

•  '  I 

PATCHING 
MATERIAL 
HAVING  A 
THOUSAND 
USES  AROUND 
V OUR  PLANT 


out,  spalled  off  and  cracked  places 
on  exterior  walls  to  prevent  further 
disintegration  of  the  structure  and 
to  seal  the  walls  against  the  pene¬ 
tration  of  moisture. 

SETS  UP  IN  25  MINUTES 
AND  WILL  NOT  SHRINK 

Stonhard  Wallseal  is  easy  to  use. 
Simply  add  to  the  Wallseal  pow¬ 
der  sufficient  water  to  make  a  stiff 
but  workable  mortar;  press  this 
mortar  into  the  cracks  and  crevices 
in  the  wall  or  other  surface,  trowel¬ 
ing  to  the  desired  finish.  Stonhard 
Wallseal  is  supplied  in  buff  color, 
and  can  be  painted  to  match  the 
surrounding  surface.  Stonhard 
Wallseal  is  handy,  safe  and  depend¬ 
able. 


When  STONHARD  WALL- 
SEAL  is  applied  on  exterior 
surfaces  or  intended  for 
waterproofing  purposes  — 
coat  it  with  STONHARD 
STONHIDE. 


For  Repairing  Breaks  in  Building  Walls 
Inside  and  Outside — STONHARD  WALLSEAL 
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STONHARD  BONDITE 


PAINT  WALLS  AND 
CEILINGS  WITH 


STONHARD 
B  O  N  D  I  T  E 


TONHARD  Bondite  is  a 

Snew  kind  of  paint  product 
- — in  paste  form,  applicable 
*****  to  both  interior  and  exte¬ 
rior  surfaces,  and  possessing  a  com¬ 
bination  of  advantages  not  com¬ 
monly  found  in  paints. 

Stonhard  Bondite  is  not  a  calci¬ 
mine,  nor  should  it  be  confused 
with  so-called  “cold  water  paints,” 
although  Bondite  is  thinned  with 
water  at  time  of  application. 

The  binder  used  in  Bondite  is 
the  strongest  and  longest-lasting 
material  that  can  be  employed  for 
this  purpose.  This  binder  is  com¬ 
bined  with  only  the  best  pigments, 
providing  great  coverage  and  hid¬ 
ing  power,  ease  and  speed  of  appli¬ 
cation — all  at  a  very  low  cost. 

Stonhard  Bondite 
can  be  applied  to  green 
concrete,  fresh  plaster 
v  and  similar  damp  sur¬ 
faces,  making  it  suit¬ 
able  for  use  on  con¬ 
struction  work  as  well 
as  for  regular  main¬ 
tenance  work  in  indus¬ 
trial  plants  and  public 
buildings. 


has  a  constant  light  reflection  of 
90%  or  better  (compared  to  about 
84%  for  the  best  oil  paints).  By 
using  Bondite  on  your  walls  and 
ceilings,  you  get  the  full  benefit  of 
your  lighting  facilities. 

Stonhard  Bondite  bonds  per¬ 
fectly  to  any  solid  surface  and  is 
not  affected  by  heat,  moisture, 
steam  or  acid  fumes.  Easily  and 
quickly  applied  with  a  large  cal¬ 
cimine  brush  or  spray-gun,  and 
dries  in  from  20  minutes  to  1  hour. 

On  your  next  paint  job,  specify 
Stonhard  Bondite,  which  offers  you 
these  advantages: 

1.  Never  turns  yellow. 

2.  Has  no  painty  odor. 

3.  Dries  within  an  hour. 


Has  Higher  Light 
Reflection 


Although  not  a 
glossy  surface,  Bondite 


For  Greater  Coverage,  Hiding  Power,  and  Light 
Reflection,  Paint  With  STONHARD  BONDITE 
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STONHARD  CONCRETE 


PROTECT  CONCRETE 
FLOORS  WITH 

STONHARD  Concrete 
Surface  Treatment 


The  cost  of  leveling  the  holes  in 
the  floor  or  entirely  resurfacing  the 
floor  is  many  times  that  of  the 
simple  Concrete  Surface  Treat¬ 
ment,  so  that  for  a  small  outlay  at 
the  first  sign  of  trouble,  you  can 
save  the  much  greater  expense 
later  on. 

Stonhard  Concrete  Surface  Treat¬ 
ment  prolongs  the  life  of  your  con¬ 
crete  floors,  and  the  cost  is  little. 


Prevents  the 
Formation  of 
Ruts  and  Holes 
in  Concrete 
Floors 


The  old  saying, 
44 An  ounce  of  pre¬ 
vention  is  worth  a 
pound  of  cure,” 
certainly  applies 
to  floor  mainte¬ 


nance. 


N  application  of  Stonhard 
Concrete  Surface  Treat¬ 
ment  on  new  or  worn  con¬ 
crete  floors  is  the  Stonhard 
method  of  dustproofing  floors  and 
preventing  the  formation  of  trou¬ 
blesome  ruts  and  holes.  No  matter 
how  well  concrete  floors  are  in¬ 
stalled,  they  will,  in  time,  dust  and 
disintegrate,  especially  in  those 
places  where  there  is  constant  or 
heavy  traffic.  The  first  sign  of  dis¬ 
integration  ap¬ 
pears  when  the 
cement  becomes 
separated  from 
the  sand  at  the 
surface  of  the 
floor  and  the  con¬ 
crete  is  swept  up 
as  so  much  dirt 
or  dust. 


For  Hardening  and  Dust-Proofing  New  and  Used  Concrete  Floors 

STONHARD  CONCRETE  SURFACE  TREATMENT 

Prolongs  Life  of  Floors 


16 


SURFACE  TREATMENT 


The  W es ting- 
lumse  Electric 
&  M  f  g  .  Co. 
plant  at  East 
Pittsburgh ,  Pa. 


Laboratory  tests  prove  that  floors  treated  with  Stonhard  Concrete  Surface  Treatment 
possess  a  greater  resistance  to  abrasion  than  untreated  concrete.  Stonhard  Concrete 
Surface  Treatment  also  gives  the  floor  increased  hardness,  resistance  to  wear,  resistance 
to  acids  and  provides  a  smooth  and  dustproof  surface. 

STONHARD  CONCRETE  SURFACE  TREATMENT  is  protecting  the  concrete  floors  in 
thousands  of  large  plants  in  the  United  States.  The  original  requisitions  photographed 
below,  are  just  a  few  of  the  thousands  in  our  files. 


il.wdury  MM*  U*lW»H*oi  S 

,  mi"  '  m.1  -I  »- 


5  Ktl. 


Lost*  Manx; vactv: mao  Company 
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STONHARD  Wood  Floor  Preservative 


LENGTHEN  THE  LIFE  OF 
YOUR  WOOD  FLOORS  WITH 

STONHARD  Wood 
Floor  Preservative 


TONHARD  Wood  Floor 

S  Preservative  is  designed 
principally  to  prevent  dust¬ 
ing,  splintering  and  disin¬ 
tegration  of  wood  floors.  The  ma¬ 
terial  is  applied  directly  over  the 
surface  of  the  floor  and  allowed  to 
penetrate.  It  renews  the  life,  resili¬ 
ence,  toughness  and  durability  of 
the  wood  by  restoring  to  its  pores 
natural  gums,  oils  and  resins  that 
wear  and  traffic  have  removed. 


Makes  Wood  Floors 
Easy  to  Keep  Clean 

In  addition  to  preserving  the 
wood  and  re-establishing  resistance 
to  wear,  Stonhard  Wood  Floor  Pre¬ 
servative  makes  the  floor  sanitary, 
easy  to  keep  clean,  and  renders  the 
wood  impervious  to  moisture.  The 
material  is  colorless,  odorless  and 
is  easily  and  inexpensively  applied. 

No  matter  what  kind  of  wood 
flooring  you  have  in  your  build¬ 


ings— hard  or  soft  wood — Stonhard 
Wood  Floor  Preservative  will  make 
your  floors  better,  longer-wearing 
floors. 


Restores  Strength  and 
Wear-Resistance  to  Old 
Wood  Floors 

Stonhard  Wood  Floor  Preserva¬ 
tive  prevents  warping,  splintering, 
cracking,  rotting,  and  imparts  to 
the  floor  the  protection  it  needs 
against  heavy  trucking  and  traffic. 

No  skill  is  needed  to  apply  this 
material — simply  spread  it  with  a 
long-handled  brush. 

This  treatment  reincarnates  the 
wood  —  —  —  restoring  strength, 
life,  toughness  and  resilience. 

Stonhard  Wood  Floor  Preserva¬ 
tive  is  more  than  a  surface  coating 
— it  is  a  permanent  treatment  that 
needs  no  replacement. 


For  Preserving  and  Dust-Proofing  Wood  Floors 
Colorless,  Odorless — Assumes  Color  of  Wood 

STONHARD  WOOD  FLOOR  PRESERVATIVE 
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STONHARD  STONHIDE 


THE  SOLUTION  TO  ACID-  AND 
WATERPROOFING  PROBLEMS  IS 


STONHARD 

STONHIDE 


VEN  though  a  building 
may  be  well  caulked  (see 
page  21,  Stonhard  Crack- 
seal)  and  the  mortar  joints 
are  solid  and  apparently  water¬ 
proof,  it  is  entirely  possible  for 
rain  water,  especially  with  the 
pressure  of  a  wind  behind  it,  to 
he  forced  through  stone,  concrete, 
stucco  and  brick  structures.  This 
causes  considerable  damage  to  the 
paint  and  plaster  on  the  inside 
walls;  dampness  on  the  interior 
often  does  considerable  damage  to 
machinery,  stored  merchandise, 
furnishings  and  hangings. 

WILL  STOP  WATER 
LEAKING  THROUGH 
WALLS  •  •  • 

This  condition  can  be  eliminated 
by  spraying  or  painting  the  ex¬ 
terior  wall  with  Stonhard  Stonhide, 
a  colorless,  transparent  liquid  that 
penetrates  the  pores  of  the  surface 
and  waterproofs  it. 

When  used  as  a  treatment  on 
brick  walls,  it  helps  to  prevent 
efflorescence  and  lime  deposits  from 
the  mortar  joints  that  usually  give 
a  grayish  discoloration  to  the  brick. 


Stonhard  Stonhide  will  not  only 
stop  water  leaking  through  walls, 
but  it  is  also  acid-  and  oil-resisting, 
being  used  for  the  protection  of 
floors,  walls  and  other  surfaces 
against  the  attack  of  oil,  acid  and 
chemical  fumes. 

Just  Two  Things  to  Do  to 
Waterproof  and  Acidproof 
AH  Surfaces  .  .  .  Clean  the 
Surface  and  Apply — 

STONHARD 
STONHID E 

Stonhard  Stonhide  should  be  ap¬ 
plied  to  dry  surfaces  only.  Two  or 
three  coats  are  usually  required, 
depending  on  the  type  of  surface 
and  atmospheric  conditions.  Thirty 
minutes  or  more  should  elapse  be¬ 
tween  applications.  The  coverage 
of  Stonhide  varies  from  250  to  350 
sq.  ft.  per  gallon,  depending  on  the 
porosity  of  the  surface  treated. 

If  water  is  seeping  into  your 
basement,  use  Stonhard  Stontite. 
(See  page  9.) 


STONHARD  STONHIDE — Transparent  Acid-  and 
Waterproofing  Compound  for  Floors  and  Walls 
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STONHARD 


DUSTPKOOFER  AND 
CONCRETE  FILLER 


BEAUTIFY  YOUR 
CONCRETE  FLOORS  WITH 

STONHARD  DUSTPROOFER 
AND  CONCRETE  FILLER 


HIS  is  the  most  practical 
material  you  can  use  to 
make  your  concrete  floors 
dustless,  easy  to  clean,  and 
at  the  same  time  give  them  an 
attractive  color  and  glossy  finish. 

Although  the  application  of  Ston- 
liard  Dustproofer  and  Concrete 
Filler  is  similar  to  that  of  ordinary 
concrete  floor  paints,  its  effect  on 
the  concrete  is  distinctly  more  ben¬ 
eficial:  the  tough,  resilient  gums 
and  oils  in  Stonhard  Dustproofer 
and  Concrete  Filler  penetrate  the 
pores  of  the  concrete,  lock  them¬ 
selves  into  place,  binding  together 
any  loose  particles  of  sand  or  ce¬ 
ment,  and  making  the  floor  smooth, 
as  well  as  dustless. 


ELIMINATE  HARMFUL 
CONCRETE  “DUST”  •  •  • 

When  you  sweep  your  floors, 
much  of  the  dust  rising  into  the  air 
is  concrete  “dust” — the  fine  parti¬ 
cles  of  sand  and  cement  that  have 


broken  loose  from  the  concrete. 
This  “dust”  deposits  itself  on  ma¬ 
chinery,  windows,  ceilings,  walls, 
in  gears,  freshly  painted  surfaces 
and  other  places  where  it  results 
in  damage  to  your  equipment,  loss 
of  efficiency  and  light  reflection. 

To  get  at  the  core  of  this  prob¬ 
lem  and  prevent  your  floors  from 
disintegrating,  we  recommend  Ston¬ 
hard  Dustproofer  and  Concrete 
Filler  because  of  its  ability  to  stop 
such  “dusting”  and  at  the  same 
time  give  your  floor  a  clean,  sani¬ 
tary,  glossy  finish. 


WIDE  VARIETY 
OF  COLORS  •  •  • 

Stonhard  Dustproofer  and  Con¬ 
crete  Filler  is  supplied  in  Color¬ 
less  (transparent)  and  the  follow¬ 
ing  colors:  slate  gray,  battleship 
gray,  dark  gray,  light  olive,  light 
drab,  linoleum,  autumn  brown, 
terra  cotta,  brick  red,  maroon  and 
white. 


STONHARD  DUSTPROOFER  AND  CONCRETE  FILLER 

For  Painting  and  Preserving  Concrete  Floors 
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STONHARD  CRACKSEAL 


KEEP  SOOT,  DIRT  AND  COLD  AIR 
OUT  OF  YOUR  BUILDING  WITH 


STONHARD 

CRACKSEAL 


LL  cracks  and  joints  in 
masonry,  window  frames, 
door  frames,  around  venti¬ 
lators,  skylights,  etc., 
should  be  sealed  because  of  the 
vast  amount  of  cold  air  which 
seeps  into  a  building  through  such 
open  places.  Dirt,  soot  and  dust,  to 
say  nothing  of  rain,  can  enter  the 
building  through  such  crevices. 

WEATHERPROOF  YOUR 
BUILDING  .  .  .  PREVENT 
DISINTEGRATION  •  •  • 

The  material  used  to  fill  such 
joints,  cracks  and  crevices  must 
adhere  to  the  various  surfaces  and 
must  be  pliable  so  that  it  will  per¬ 
mit  expansion  and  contraction. 
Stonhard  Crackseal  possesses  these 
qualifications  and  in  addition  is 
easily  applied  with  either  a  putty 
knife  or  a  hand-operated  Stonhard 
caulking  gun. 

COMES  IN  VARIOUS 
COLORS  •  •  • 

Stonhard  Crackseal  is  not  af¬ 
fected  by  the  heat  of  summer  nor 
the  cold  of  winter  and  no  other 
filler  or  putty  is  required.  It  is 
furnished  in  natural,  white,  black, 
grey,  brown,  green,  red  and  dark 


stone  colors.  Coverage:  300  to  350 
lineal  feet,  one-quarter  inch  col¬ 
umn  per  gallon. 

Stonhard  Crackseal  is  ideal  for 
glazing  greenhouse  glass  and  sky¬ 
lights,  and  for  filling  cracks  in 
masonry  walls  to  keep  out  moisture 
and  frost.  It  is  also  used  for  filling 
broken  out  mortar  joints;  sides,  as 
well  as  top  of  parapet  walls;  also 
for  joints  at  wall  and  pavement  to 
prevent  water  seepage. 

CUTS  FUEL  BILLS  •  •  • 

Stonhard  Crackseal  enables  you  to 
have  a  warmer  building  in  winter. 
This  same  protection  gives  you  a 
cooler  building  in  summer.  There 
are  no  cracks,  crevices  or  open 
joints  in  a  building  well  caulked 
and  well  pointed,  hence  drafts,  dirt 
and  water  are  kept  out. 

To  make  building  walls  above 
grade  completely  waterproof,  it  is 
necessary  that  the  joints  around 
window  and  door  frames  be  well 
caulked,  that  the  mortar  joints  be 
in  good  condition  and  that  the 
pores  of  the  masonry  (brick,  stone, 
etc.)  be  thoroughly  sealed.  Use 
Stonhard  Crackseal  for  the  caulk¬ 
ing  and  pointing,  and  Stonhard 
Stonhide  (see  page  19)  for  water¬ 
proofing  the  masonry. 


STONHARD  CRACKSEAL— For  Sealing  All  Cracks  in 
Buildings,  Caulking  Around  Windows  and  Door  Frames 
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STONHARD  RUSTPROOFER 


RUSTPROOF  ALL  METAL 
SURFACES  WITH 

STONHARD 

RUSTPROOFER 


LL  metal  surfaces  are  subject 
to  corrosion  brought  on  by  ex¬ 
posure  to  various  agents  that 
cause  oxidation.  These  agents 
are  in  the  atmosphere  in  the 
form  of  moisture,  gases  and  acids. 

Stonhard  Rustproofer  is  an  easily  ap¬ 
plied,  effective  protection  against  rusting 
and  corrosion.  It  is  recommended  for 
use  on  all  structural  steel,  bridges,  tanks, 


metal  sash,  freight  and  tank  cars,  pas¬ 
senger  coaches,  signal  towers,  pumps  and 
machinery,  metal  buildings,  roofs,  con¬ 
veyor  systems,  trucks,  locomotives,  city 
light  standards,  and  for  general  inside 
and  outside  maintenance  work. 

Stonhard  Rustproofer  is  a  colorless 
liquid,  but  if  colored  coatings  are  more 
desirable,  aluminum,  red  lead  or  graphite 
can  be  added  to  the  liquid. 


STONHARD  RUSTPROOFER — Rust-Preventing 
Compound  for  All  Types  of  Metal  Surfaces 


STONHARD  STEEL  PROTECTION  COAT 


PREVENT  CORROSION  ON  STRUC¬ 
TURAL  STEEL  AND  TANKS  WITH 

STONHARD  STEEL 
PROTECTION  COAT 


ANKS,  bridges,  steel  work,  tank 
cars,  signal  towers,  steel  win¬ 
dow  sashes,  condenser  coils  and 
other  metal  as  well  as  concrete 
surfaces  exposed  to  the  weather 


should  be  protected  against  moisture  and 
acid-forming  gases  by  Stonhard  Steel  Pro¬ 
tection  Coat.  This  black  liquid  can  be 
painted  or  sprayed  on  wet  or  dry  surfaces, 
exterior  and  interior. 


Armored  Protection  and  Prevention  of  Corrosion  on 
Structural  Steel,  Tanks  and  Other  Similar  Surfaces  With 

STONHARD  STEEL  PROTECTION  COAT 
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STONHARD  ACIDPROOF  COATING 


ACIDPROOF  WITH 

STONHARD  ACID- 
PROOF  COATING 


HIS  heavy  bodied  black 
material  possessing  acid- 
proof  and  waterproof 
qualities  lias  the  appear¬ 
ance  of  an  enamel,  but  it  accom¬ 
plishes  much  more  than  ordinary 
enamel.  It  is  used  for  coating  tanks, 
vats  or  surfaces  subjected  to  the 
stronger  acids  in  order  to  provide 
the  necessary  protection  against 


deterioration.  This  material  will 
withstand  a  20%  solution  of  sul¬ 
phuric  and  other  major  acids  at  a 
temperature  of  220°  F.  Covering 
capacity:  approximately  75  sq.  ft. 
per  gallon,  one  coat.  Two  or  three 
coats  are  usually  necessary.  It  is 
sometimes  used  in  conjunction 
with  Stonhard  Concretite.  (See 
page  10. 


T 


STONHARD  ACIDPROOF  COATING 
Acidproof  Compound  for  Tanks,  Vats,  Etc. 


STONHARD  RLACK  WATERPROOFING 


WATERPROOF  EXTERIOR  FOUNDATION 
WALLS  WITH 

STRNHARR  BLACK 
WATERPROOFING 


TONHARD  Black  Water¬ 
proofing  is  a  very  efficient 
coating  for  walls,  floors, 
and  other  surfaces  to  pre¬ 
vent  water  seepage.  It  has  also  been 
used  successfully  with  membranes 


of  various  types.  It  is  applied  by 
brush  to  exterior  walls  below  grade, 
and  also  used  in  conjunction  with 
Stonhard  Concretite  (see  page  10) 
in  cases  where  it  is  necessary  that 
the  floor  he  absolutely  waterproof. 


STONHAKD  BLACK  WATERPROOFING 


Brush-Applied  Waterproof  Coating  for  Foundations,  Etc. 
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STONHARD  PLASTIC  ROOF  RESURFACER 


.  .  .  WORN  AND  LEAKY  ROOFS  OF 
ALL  TYPES  CAN  BE  RESURFACED 
AND  MAINTAINED  WITH 
STONHARD  Plastic  Roof  Resurfacer 

and 

STONHARD  Liquid  Roof  Resurfacer 


OU  can  make  your  old  roof 
as  good  as  new  by  resur¬ 
facing  it  with  a  ^4-inch 
layer  of  Stonhard  Plastic  Roof 
Resurfacer,  a  permanently  elastic 
one-piece  covering,  applied  cold, 
now  being  used  and  endorsed  by 
many  industrial  plants  in  all  parts 
of  the  country. 


Will  Not  Crack,  Check,  Peel 
or  Blister 


Stonhard  Plastic  Roof  Resurfacer 
does  not  run  under  the  heat  of  the 
summer  sun,  nor  does  it  check,  peel 
or  blister  in  the  low  winter  tem¬ 
peratures.  You  can  use  it  on  gravel, 
tin,  felt,  concrete,  paper,  composi¬ 
tion,  corrugated  iron  and  canvas 
roofs  as  well  as  on  parapet 
walls,  gutters,  copings,  flashings 
and  around  skylights,  chimneys  and 
down-spouts. 


sur- 


Stonliard  Plastic  Roof 
Resurfacer  Primer 

Before  applying  S, 

Roof  Resurfacer  t 
beaten,  dried-out,  p 
f;me£.  thj  Adi  sh o^y/ffe  gi^etf^ti 
J^udi  jciLAflr  ^Sfonhar^/Tl  astic 
I^S^JWm^fcer  Pi^mVr.  This  will 
open  |^?es  or  voids  in  the 
>ufface  0i%l^  thereby  make  it  pos¬ 
sible  for  the  Stonhard  Plastic  Roof 
Resurfacer  to  retain  its  life  and 
plasticity  for  many  years. 


REPAIR  AND  RESURFACE  ALL  TYPES  OF  ROOFS 
WITH  STONHARD  PLASTIC  ROOF  RESURFACER 
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□  Stonhard  Resurfacer 

f~l  Stonhard  Stontite 

(~~|  Stonhard  Concretite 

G  Stonhard  Plastie  Roof 
Resurfacer 

□  Stonhard  Plastic  Roof 
Resurfacer  Primer 

[]  Stonhard  Liquid  Roof 
Resurfacer 

f~|  Stonhard  Wallseal 

G  Stonhard  Bondite 

G  Stonhard  Concrete  Sur¬ 
face  Treatment 

G  Stonhard  Wood  Floor 
Preservative 

G  Stonhard  Stonhide 

G  Stonhard  Dustproofer 
and  Concrete  Filler 

G  Stonhard  Crackseal 

G  Stonhard  Rustproofer 

G  Stonhard  Steel  Protec¬ 
tion  Coat 

G  Stonhard  Acidproof 
Coating 

G  Stonhard  Black  Water¬ 
proofing 


I  am  interested  in  getting  more  in¬ 
formation  .  .  .  Please  send  me  full  details 
and  prices  on  the  materials  checked. 

NAME . 

FIRM . 

STREET . 

TOWN  AND  STATE . 

My  problem  is  this . 


BUSINESS  REPLY  CARD 

NO  POSTAGE  STAMP  NECESSARY  IF  MAILED  IN  THE  UNITED  STATES 


First  Class 
Permit  No.  136 
(Sec.510  P  L  &R) 
Philadelphia,  Pa. 


2c.  ■  POSTAGE  WILL  BE  PAID  BY  -  2c. 


STONHARD  COMPANY 


401  NORTH  BROAD  STREET 

PHILADELPHIA,  PA. 


STONHARD  LIQUID  ROOF  RESURFACER 


A  NEW  ROOF 
AT  THE  COST  OF 
REPAIRING 
YOUR  OLD  ONE 


NEW  wearing  surface  can 

A  lie  easily,  quickly  and  eco¬ 
nomically  applied  to  any 
i+m+a  old  roof  with  Stonhard 
Liquid  Roof  Resurf acer.  This  elas¬ 
tic  asbestos  hrusli-applied  protec¬ 
tion  coating  can  he  applied  on 
corrugated  iron,  gravel,  felt  and 
composition  roofs  of  every  descri 
lion.  It  will  not  run,  crack, 
or  peel. 

Renews  Old  Worn 


Out  Roof  Sumlkys  ^ 

Sto/lja^kjpp  Roo^kf^esur- 
f acer I  prj  s  ‘Vl  weather- 

l^oo l^j/l^vate^-^i glit  surface  equal 
0  tq,*£n  coat^fdi  paint  applied  at  the 
^^Taho]  rcV3?t  of  one.  Coverage,  de¬ 
claiming  on  type  of  surface  treated: 
0^  40  to  60  square  feet  per  gallon. 


machinery,  merchandise  and  plant 
interior  are  not  ruined  by  water. 
Use  Stonhard  Plastic  Roof  Resur- 
facer  (described  on  the  opposite 
page)  to  seal  the  leaks  in  your 
roof,  and  then  coat  the  balance  of 
your  roof  with  Stonhard  Liquid 
Roof  Resurf  acer,  assuring  you  sat¬ 
isfactory  roof  service  for  many 
years  to  come. 


Complete 

Roof 

Protection 

Your  roofs  are  a  very  important 
part  of  your  plant.  They  must  be 
kept  in  good  condition  so  that  your 


Application 
is  made 
with  a  long 
handled 
roofing 
brush. 


FOR  MAINTAINING  ALL  TYPES  OF 
ROOFS,  METAL  SIDINGS,  FLASHINGS, 

GUTTERS  AND  OTHER  EXTERIOR  SURFACES 
STONHARD  LIQUID  ROOF  RESURFACER 


I 
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3he 
Woild 

3amuuA 

'J'jUxyL, 

Ae&jjAfacintj 
Alat&dal 


Quickly  and  Economically  Eliminates 

the  Risk  of 

RUTS,  HOLDS  and  BREAKS  ill  FLOORS 

of  All  Kinds 


NO  EXPENSIVE  PREPARATIONS — NO  DELAY 


NO  AIR  HAMMERING— NO  SPECIAL  TOOLS 


NO  RIPPING  UP— NO  CHIPPING  OR  CHOPPING 


NO  HEATING  OF  MATERIALS— NO  EXPERT  LABOR 


^PRESERVE: 

[</)  tr] 

STONHARD  Co 

FLOOR  RESURFACING 
MATERIALS 

S^DELPY^Ji 


Trade  Mark  Registered 
in  U.  S.  and  Foreign  Countries 


MOMIARII  COMPANY 


SPECIALISTS  IV  BUILDING  MAINTENANCE  MATERIALS 

401  A.  Kroatl  Street  *  Philadelphia,  Pa. 


DETROIT  ATLANTA  CHICAGO 

NEW  YORK  CLEVELAND  SAN  FRANCISCO 

LONDON  PARIS  BRUSSELS  ZURICH 

OSLO  AMERSFOORT 


